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Rev. R. Main, President, in the Chair. 

Robert L. J. Ellery, Esq., Superintendent of the Astro¬ 
nomical Observatory, Williamstown, Victoria, 

was balloted for and duly elected a Fellow of the Society. 


Places of Donates Comet , from Observations made at the Armagh 
Observatory. By N. M‘N. Edmondson, Assistant Astronomer. 

(Communicated by the Rev . Dr.Robinson.) 
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306 Astronomer Royal , Observations of Small Planets. 


The Stars with which the Comet was compared. 
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The observations were made with the finder of the east equatoreal; 
its object-glass by the late Peter Dollond is remarkably good; the 
.aperture is 3^ *9, the focal length 7 feet *5 ? and the magnifying power 
with the micrometer was 126. 


Results of the Observations of Small Planets , made at the 
Royal Observatory , Greenwich , in the month of June , 
1859. 

(i Communicated by the Astronomer "Royal .) 
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